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Message Text 


LIMITED OFFICIAL USE STATE 132751 
OTTAWA FOR RSO 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: X-RAY MACHINE UTILIZATION-OTTAWA 

REF: TECHNICAL SERVICES REPORT, DATED MAY 10, 1977, 
PARAGRAPH 4.9 

1 . MANUFACTURER ADVISES THEY WILL SEND TECHNICIAN TO POST 
O/A 13 JUNE TO MAKE RADIATION LEAKAGE CHECK AND INSURE 
FUTURE OPERATOR SAFETY DURING NORMAL USE OF MACHINE. RSO 
PLEASE ADVISE WHEN MACHINE IS OPERATIONAL. 

2. THE POST IS REMINDED NOT TO USE MACHINE UNTIL CERTI- 
FIED BY A/SY. VANCE 
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